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Message Text 

UNCLASSIFIED 

PAGE 01 NICE 00177 27I330Z 
ACTION EUR- 1 2 

INFO OCT-OI ISO-00 EB-08 /021 W 

069500 28I855Z/42 

R27I250Z APR78 
FM AMCONSUL NICE 
TO USDOC 

INFO SECSTATE WASHDC 1531 
AMEMBASSY PARIS 

UNCLAS NICE 177 

USDOC PASS ITA 

E.O. 11652 : N/A 
TAGS : BPRO, PR. 

SUBJECT : BUSINESS PROPOSAL 

NOV/DEC. 1977 ISSUE OF CNFS NEW PRODUCTS SECTION 
GIVES INPO ON MINIATURE OXYGEN UNIT FOR EMERGENCY 
FIRST AID MANUFACTURED BY GREEN CROSS SOLID STATE 
OXYGEN INC., DEPT. CN, 9255 PENN AVENUE, PITTSBURGH, 

PENN. 15222. 

FOLLOWING LOCAL COMPANY : 

E.C.I.F. 

21, BOULEVARD RAIMBALDI 
06000 NICE, FRANCE 

CABLE : ECIF NICE 
PHONE: (93) 45 21 79 
MANAGER : MR ALHADEFP 

WHICH HAS DISCUSSED WITH THE PRENCH MINISTRY OF HEALTH, 

THE POSSIBILITY OP WIDESPREAD DISTRIBUTION OF THIS 
PRODUCT IN FRANCE, IS EXTREMELY INTERESTED IN OBTAINING 
DISTRIBUTORSHIP FOR FRANCE. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 NICE 00177 271330Z 


ABOVE LOCAL COMPANY HAS WRITTEN TWICE TO GREEN CROSS TO 
OBTAIN SAMPLE, CONDITIONS OF SALE AND MORE DETAILED 
INFORMATION ON PRODUCT ASAP. 

CONSULATE WOULD APPRECIATE USDOC ASSISTANCE TO EXPEDITE 
REPLY FROM GREEN CROSS. 
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EDENSWORD 


UNCLASSIFIED 


NNN 
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Film Number: D7801 82-0702 

Format: TEL 
From: NICE 
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